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(of small volume and more sharply distinguished locality).
NON-COINCIDENCE OF THE PHYSIOLOGICAL SPACES.
The physiological spaces of the different senses embrace in general physical domains which are only in part coincident. Almost the entire surface of the skin is accessible to the sense of touch, but only a part of it is visible. On the other hand, the sense of sight, as a telescopic sense, extends in general very much farther physically. We cannot see our internal organs, which, like the elementary organs of sense, we feel as existing in space and invest with locality only when their equilibrium is disturbed; and these same organs fall only partly within range of the sense of touch. Similarly, the determination of position in space by means of the ear is far more uncertain and is restricted to a much more limited field than that by the eye. Yet, loosely connected as the different space-sensations of the different senses may originally have been, they have still entered into connection through association, and that system which has the greater practical importance at the time being is prepared to take the place of the other (James). The space-sensations of the different senses are undoubtedly related, but they are certainly not identical. It is of little consequence whether all these sensations be termed space-sensations or whetherern physical theories of audition, are to be found even in Johannes Mliller (Zur vergleich. Physiolog. des Gesichtssinnes, Leipsic, 1826, p. 455 et seq.).
